3.      The "liquor"  is heated to between.200 and 300 degrees  Fahrenheit.      -
Even a small amount on a person's skin can cause a severe burn.

4.      Complainant was employed as a pipefitter and as  such he participated
in the sandtrap "turnaround" which occurred every six months.     This process
involves the draining and cleaning of the vessel.

5.      Complainant's duties during the turnaround included opening  the
manway door,  removing valves for repairs and setting "blinds," which are
metal disc's the same diameter as  the pipes and which prevent any flow of
liquid into the vessel.

6.      All valves are closed and tagged during a turnaround and the pump
to the feedline entering the sandtrap is turned off and locked out.

7.      There are two "downcomer lines" which lead  from the main feedline
to the sandtrap.    Each of these lines contains double valves which are
shut during turnaround and can only be opened, by hammering them with at
least an eight pound maul.     Blinds are inserted in the downcomer lines as
added protection for the carpenters and laborers who enter the sandtrap

to remove built-up scale on the vessel.

8.      After the scale is removed from the inner walls,   Complainant's
tasks were to "pop" scale from a side valve and reinstall  the valves at  the
bottom of the vessel.    Popping a valve consists of heating and  thereby
removing the scale around  the valve with a torch.

9.      There is a sharp conflict in the testimony on  the question of
whether Complainant did,  or was required  to,   insert any par-t of his body
into the vessel while popping the valve,     I generally accept Complainant's
testimony,  supported by the testimony of Ferdinand Johnson and Riley Jester,
on this issue,  and find that Complainant did insert his arms and shoulders
inside the vessel while popping the side valve.

10.    On October 11,  1979 sandtrap #3 was undergoing the turnaround.
By lunchtime Complainant had finished popping the  side valve.     He  still
had to reinstall the other valves and close the vessel;   the carpenters
and laborers had left the vessel.

11.    During the lunch hour Complainant was told by some co-workers
that the blinds had been removed.     Complainant and Ferdinand Johnson,

who worked with him,  complained to  their foreman,  Willie Brown,   that  this
created a safety hazard.

12.    In fact,  only the two blinds on the downcomer    lines had been
removed after the carpenters and laborers left  the vessel.     This was  in
accord with past practice in the turnaround.

13.    Complainant refused to return to work after lunch until a
"safety man" came to evaluate the situation.ent
